Mr. Oberg testified that he did not personally work on any of the
cited trucks, but that the work was done under his direction.  He also
confirmed that he did not drive any of the trucks because it is against
company policy for a foreman to drive any trucks, and he indicated that
the last time he drove one when when he was employed as a shop mechanic
(Tr. 40),  He identified exhibit G-6 as a copy of the repair report for
the No. 18 truck prepared by Southwest-Kenworth (Tr. 42).  He also
confirmed that the report reflects that the truck brakes were "very poor",
and while the truck did have brakes he conceded that they were not adequate
(Tr, 42).  Mr. Oberg stated that had he known of the conditions of all
of the trucks prior to the time the inspector cited them for the braking
conditions in question he would have pulled them all in and had them
repaired (Tr. 44-45),

Charles Gonzales testified that he is employed as a laborer at the
quarry, but that in July 1981 he worked as a temporary haulage truck
driver filling in for drivers who were on vacation.  He confirmed that
he is president of the local union, at the mine, and was in that capacity
in July 1981.  He also confirmed that he drove the No. 7 water truck,
and also drove the other water truck, and that the water trucks are used
to keep the dust down on the mine haul roads.  The No. 7 truck has a 2,000
gallon capacity, and while he drove it approximately eight hours a day,
he could not state how many miles it would be driven on any given day
(Tr. 50-52).

Mr. Gonaales testified that on July 6, 1981, he accompanied
Inspector Goodspeed on a walkaround inspection, and when Mr. Goodspeed
inquired about the condition of the brakes on the No. 7 water truck,
Mr. Gonzales told him that "they weren't very good".  Mr, Goodspeed then
accompanied him in the truck to the water tower for a load of water, and
as they descended from the "pretty sharp Incline" he advised Mr. Goodspeed
that the brakes were "not very good11.  He then traveled to another hill
leading towards the north shop and when Mr. Goodspeed asked him to try
the brakes "they wouldn't hold on that hill".  Mr. Gonzales indicated
that when he first started down the hill from the water tower he was in
first gear because he did not want to come down too fast with a load
of water, and he confirmed that this was his usual procedure because he
feels safer driving In first gear and that this gives him additional
braking (Tr. 52-54).  He was aware that the truck brakes were not very
good, but he did not teat them at that time (Tr. 55).

Mr, Gonzales stated that after coming off the hill from the water
tower, the road straightened out just before descending towards the shop
area and that this portion of the road is a long incline.  He was traveling
at a speed of five to ten miles an hour and when he applied the foot brake
pedal the vehicle would not stop and it "just kept rolling".  Had the
brakes been working properly, the truck should have stopped on the hill.
He also confirmed that he applied the "oil" or retarder brake and the park
brake, but that these would not stop the truck (Tr, 57).  He believed
that the application of these two braking systems should have slowed the
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